ne 


Approved For Releasé 2000/04/11 SEGRERDPs 1 B00878R001400050030-4 


DPS~3 516 
Copy Lof 4 
20 August 1956 
The Rauc-Wooldridge Corporation 
les Angeles 45, California 
Dear Sid: 
Reference is made to your Proposal CMCC Doc. No. 15225,1147 
for the unit and system enviromental testing and flight testing of 
System 4. 


The test program outlined for Customer No. 3 has been reviewed 
and approved by Customer Ro, 3, 


However, Custom>:: No. 7 hae requested that you advise their 
office of the resulte of the system environmental test on Ne. 104 
and 105 sc thet a determination can be made as to the requirement 
for continuing the test on No, 106 and 107. 

Very truly yours, 


25X1A 
Contracting Officer 


25X1A Distribution: 


Orig - Ramo-Wooldridge 25X1A 
sac 2- Section D 
3 
25X1A 4, ~ Chrono, RI 
25X1A 
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